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POI.YM-BACI'WINBH* 1MU-S0KU/20ML SOLUTION 

O Flavor: 

Description: 

Quantity ma^e: 2000 ML Batch yield: 2,000.000 

Qty remaining: 2,000.000 

Date made: 8/27/2012 (“pj 

Lot number: 08272012@87 Esti 

Beyond use date: September 26, 201 2 12:09 PM | n g 

30 days after compounding date 

Pharmacist: CL ... 

Technician: JOSEPH P CONNOLLY 

NDCIs . 

Packaging: 

Equipment / 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVE RLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


Jtsss 


000 PC 

000 Route c 

Pricing calculatic 
Estimated price j 

Ingredient cost ; 

Device cost 

Time cost JkeJp 

Profit i *®fr 


^ if ubos' 

j 08-24-1 2 A 09 1 36 OUT 

Jfk s ^ WENGt -AND COMPOUNDING CTR 
J — FRAMINGHAM, MA^nQ? ^00,994-6322 

MA A 


Labeling: REFRIGERATE / refrigerate / 

Stability information: / / Mb I 7 

Chemicals Scih / Quantity used /QS (Balance} Actual coSr$ date 

, POLYMYXIN B SULFATE •<689® - tJNITS/MG) POWDER - /fat>MK -^»6M/ p S57.41 8M/2006 

Lot #: 81363/A flHu Iny Mfg: MEDISCA .. / Exp. date: 8/30/2013- Whlsr: MEDISCA 

Chemical Cods: • Volume: Pot^y: QS amount* t ^3/ it AWP; $0.00 

Balance: \^x/ / , . jT ** 51 ** V Each ML contains 0.00624 GM or 0.624% 

K%Oi*WtV X fX jOQMii faftflju NDC: 38779-0045-01 ChemlnvID: 168 


2 SODIUM CHLORIDE 0. 9 %-{PF) twO ML INJ L / 2000 ML Jg $2.00 

Lot #; 17-119-jf V v Mfg: HOSPIFtA v date: 5/1/2014 \S Whlsr: HOSPIRA 

Chemical C-xle: v 4 Volume: A Potency: QS amoupf^ AWP: $0.00 

Balance: / S Each ML “^ains 1 ML or 10D% 

/ / NDC: 0409-79B3-Q9 ChemlnvID: 0 


3 BACITRACIN 0&-Q 

JjaiG)STERILE POWDER 

POWDER 4*. 

Hlii ^m/ 68 037 GM- □ 

^ Bfcp. date: 4/30/2014 Whlsr 

30.00 


Lot#: 70165/A J 



MEDISCA 


Chemical Code:! 

Potency: 

/ QS amount: 

AWP. 

$0.00 


Each ML contains 0.034 GM or 3.4% 
NDC: 38779-0015-05 ChemlnvID: 0 



Originally made s)s: 2000 POLYM-BACPWINCH* 1MU-50KU/20ML SOLUTION 
Calculated lot'number: 0827201 2@87 Beyond use date: 9/26/2012 
FORMULA INSTRUCTIONS: 

NOTE: THIS IS A STOCK SOLUTION FOR WINCHESTER HOSPITAL: 

POLYto-BACITRACIN 1MU-50KU/ 1LBAGS 
POLY^-^ACITRACIN 500KU-25KU/ 500ML BAGS 


LOTS: 

NALGENE FILLER: jbTWH 


N A/ 60.976 g 

<1t $<$"7 7-V&- 


FORMULA: 

1) WEIGH OUT POLYMYXIN AND BACITRACIN INTO A SPECIMEN CUP IN A POWDER HOOD 

2) DISSOLVE ip 80% OF FINAL VOLUME OF SODIUM CHLORIDE 0.9% SOLUTION 

3) STIR IN A BEAKER WITH A STIR BAR (GOOD VORTEX IS IDEAL FOR DISSOLUTION) 

4) QS TO APPROPRIATE VOLUME 

/ILTER THROUGH 0.22M NALGENE FILTER 

Date entered: 8/27/afc 12 *) k:09:26 PM Last modified: 8/27/2012 12:09:37 PM by; LAB 

Checked by: <JL W~. Date: &Sjll J lL, 


174755 21 19 001846 


FDA P00018251 



1 


Logged Formula Worksheet (standard) 

,8/27/2012 12:09:39 PM 
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POLYM-BACrWlfJCH* 1 MU-50KU/20ML SOLUTION 



NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


Flavor: Schedule: Active [71 

Description: Formula ID: 8440 

Quantity made: 2000 ML Batch yield: 2,000.000 PCCAID: Log ID: 244694 

Qty remaining: 2,000.000 Route of admin: 

6) DRAW SAMPLE (1 X 5ML SYRINGE) FOR STERILITY/ENDOTOXIN TESTING 

7) STORE IN REFRIGERATOR IN ??? BOTTLE/BAG....MOST APPROPRIATE STORAGE DEVICE KEEPING 
QUALITY IN MIND. MULTIUSE BOTTLE MAY BE A LONG-TERM ISSUE. 

‘MAKE APPROXIMATELY A 2- WEEK SUPPLY PER LOT DUE TO SHORT BUD. 


OA Sample 

Number of QA Samples: QA Sample Volume: 

Technician Initial: Date: 


Date entered: 8/27/2012 12:09:26 PM Last modified: 8/27/2012 12:09:37 PM by: LAB 
Checked by: Date: 


174755 21 19 001847 


FDA P00018252 



